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January 2 7, 1971 


Mr. Harold Weisberg 
Cog d'Or Press 
Route #8 

Frederick, Maryland 21701 
Dear Harold: 

I have asked Mr. Collom to look over the questions that you posed in 
your letter of 21 January 1971, and I hope that he shall have time to respond to 
you sometime soon. 

I certainly admire your tenacity and perseverance, and I only wish that 
I had more time to devote to this matter. Unfortunately, my schedule is so tight 
that it is extremely difficult for me to continue to take time for an in-depth review 
and evaluation of the many evidentiary questions that you raise in your interesting 
letters. Thus, even though I am pleased to be kept up-to-date about your different 
legal actions and investigative activities, it probably will not be possible for me 
to render the kind of ongoing consultative service that you need. If there are 
specific questions that can be answered simply and quickly on the basis of scien- 
tific expertise, then there is no problem. Also, I would be happy to talk with you 
from time to time on the phone . You can call me collect whenever there is an 
important pressing matter. 

Good luck and best wishes. 


Sincerely, 



J.D. 


CHW/mg 


Mr. Harold Weisberg 
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January 27 , 1971 


P.S. Just spoke with Derrel Collom. He feels that your theory regarding the 
nick on the tie is a more likely explanation for the type of defect that 
we see than the exiting bullet theory. However, we are not able to say 
that the defect definitely could not have been caused by an exiting bullet. 

A "slow moving bullet" would mean a bullet travelling between 500-700 
feet per second. A bullet that has travelled through the body could have 
been slowed down to such a speed. 

Inadvertent or purposeful wiping or rough handling of the tie and shirt 
could have resulted in the destruction or loss of spectrographically 
identifiable metallic traces from the bullet. 


